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Inspection Detail 

Case Status: CLOSED 

Inspection: 876063.015 - Archer Daniels Midland 


Inspection Information - Office: Peoria 

Nr: 876063.015 Report ID: 0524500 

Open Date: 02/07/2013 


Archer Daniels Midland 

4666 Fades Parkway 

Decatur, IL 62525 

SIC: 

NAICS: 311221/Wet Corn Milling 

Mailing: 4666 Fades Parkway, Decatur, IL 62525 

Union Status: Nonunion 


Inspection Type: Unprog Rel 

Scope: Partial 

Advanced Notice: 

N 

Ownership: Private 

Safety/Health: Safety 

Close Conference: 

02/07/2013 


Close Case: 

09/04/2014 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

2 





2 

Current Violations 

1 





1 

Initial Penalty 

$14,000 

$0 

$0 

$0 

$0 

$14,000 

Current Penalty 

$7,000 

$0 

$0 

$0 

$0 

$7,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 

Deleted 

1 . 

01002B 

Serious 

19100146 D03 VI 

07/15/2013 

07/19/2013 

$0 

$0 

$0 

08/19/2013 

F - Formal Settlement 

Deleted 

2. 

01002C 

Serious 

19100146 J01 

07/15/2013 

08/01/2013 

$0 

$0 

$0 

08/19/2013 

F - Formal Settlement 


3. 

01003A 

Serious 

19100146 D02 

07/15/2013 

08/01/2013 

$7,000 

$7,000 

$0 

08/19/2013 

F - Formal Settlement 


4. 

01003B 

Serious 

19100146 F14 

07/15/2013 

07/19/2013 

$0 

$7,000 

$0 

08/19/2013 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 40436.015 

Event: 02/06/2013 

Employee Falls From Scaffold And Is Killed 


At 2:30 p.m. on Feb 6, 2013, an employee was operating water blasting equipment from an Excel brand engineered scaffold inside a steel steep water separator. 
While working in the permit required confined space, the employee was attempting to clean product buildup on the walls and ceiling. Due to the fact that the 
water blasting equipment was operating at approximately 7,000 psi, the employee was wearing a hard hat, face shield, safety glasses, rubber metatarsal safety 
boots, rubber gloves, rain suit, and Turtle Skin brand protective clothing. The employee was also wearing fall protection, tied off to the scaffold. As the employee 
was water blasting the interior walls of the separator, product that was adhered to the ceiling of the separator became dislodged, allowing large chunks of 







product to fall and strike the employee and the scaffold. The scaffold collapsed and the employee fell 12 ft, landing on a support beam striking his chest and 
abdomen. The employee suffered blunt force trauma injuries including multiple fractures to the ribs, sternum and upper body. The employee was killed from 
positional asphyxia as his legs and lower torso hung down one side of the beam and his upper body over the other. 


Keywords: rib, falling object, scaffold, fall protection, fall, abdomen, torso, chest, confined space, asphyxiated, struck by 


Inspection 



Degree 

Nature 

Occupation 

1 

876063.015 



Fatality 

Other 

Industrial machinery repairers 
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